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| The Bureau of Mines in its investigations of respiratory apparatus 
for use in’mines and allied industries, tests equipment that is voluntarily 
submitted by manufacturers in accordance with published echedules of tests. 
These tests are designed to insure that the equipment has the minimum require- 
ments for safety in use. Approval certificates are issued for apparatus that 
meets the bureau's specifications, and the manufacturer is permitted to mark 
his equipment with a seal showing that it has been approved as "Permissible." 
A complete list of permissible self-contained oxygen breathing apparatus, gas 
masks, and hose masks tested before July 1, 1930, was published in Bureau of 
Mines Information Circular 6362.° The present list includes all equipment 
tested and approved up to and including April 1, 1931. 


Permissible Self-Contained Oxygen Breathing 
Apperatus Approved under Schedules 
13 and 1A 


1. Gibbs mine rescue breathing apparatus. Approval 1300, issued to 
Mine Safety Appliances Co., Braddock, Thomas, and Meade Sts., Pittsburgh, Pa., 
January 15, 1920. 


2. Paul mine rescue breathing apparatus. Approval 1301, issued to 
American Atmos Corporation, 909 Hay St., Wilkinsburg, Pa., Jamary 15, 1920. 


3. Fleuss—Davis Proto mine rescue breathing apperatus. Approval 
1302, issued to Siebe, Gorman & Co. (Ltd.), London, England, February 7, 1924. 


4. McCaa mine rescue breathing apparatus. Approval 1303, issued 
to Mine Safety Appliances Co., August 31, 1925. 


5. Draeger mine rescue breathing apparatus. Approval 1504, issued 
to Draegerwerk, Iubeck, Germany, August 1, 1929. 


1 ~ The Bureau of Mines will welcome reprinting of this paper, provided the 
following footnote acknowledgment is used: "Reprinted from U. S. Bureau 
of Mines Information Circular 6494." 

2~—- Prepared by the safety section and gas masks and respirators laboratory, 
Pittsburgh Experiment Station, U. S. Bureau of Mines. 

3 ~ Bureau of Mines, List of Permissible Self-Contained Oxygen Breathing 
Apparatus, Gas Masks, and Hose Masks: Inf. Oirc. 6362, Sept., 1930, < pp. 
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6. McCaa half-hour oxygen breathing apparatus. Approval 1305, 
issued to Mine Safety Appliances Co;jApril’1, 1931. 


Permissible Gas Masks Avproved ander 


Schedules 144 end 14B 


Type AB: Spe oe and Organic Vapor Maske 


l. M. S.A. acid gas ‘and er ‘vapor maak. Approval 1409, issued 
to Mine Safety Appliances Coa., Braddock, Thomas, and Meade Sts., Pittsburzh, 
Pa., January 25, 1920. 


2. M.S.4. hydrogen sulphide and petroleum=-vapor masix. Approval 
1410, issued to Mine cated Appliances — eee 16, nue : 


Davis acid gas and organic vapor: eee Approval 1411, issued 
to the ies Enerzgency sami Goes oe of cite ‘Be, New. — N. Y., 
Jamuary 19, 1931. — 


1 > 


Type C: Armonia Gas Nass: 


1. M.S.A. ammonia gas nae. hecroval: 1401, iesued to Mine. Safety 


Appliances Co., Braddock, Thomas, and Meade.Sts., Pittsburgh, Pa., April 10, 
1920. 


2. GMD. emmonia’ gas ‘peck. + dpprowel 1404, issued to Mine Safety 
Appliances Co., March 10, 1926... an _ 


7 ‘S.. Le France ammonia gas mask. -Approvel 1401, ismied.to Ameri cen- 
; Le France and Foamite Industries, ‘Inc., Elmira, New: York, June: 23, 1927. 


4. G M.D. ammonia gas masic. Balany BO Sis aeeuen to Mine Safety 
Appliances .Co., ‘February 14,. eee os : 


5. Devis ‘amaohia. gas ‘mask. iets 1408, Lemed to Bullard-Devis, 
oe 67 Wall a New York, N.: ea pecenber 19,: IRB. av 
| 6. Le ‘France aneni. gas oe eee ‘1468, Sueasd ‘to a unit of 
le France and Foamite tala an — SEnvAce acm aisle Elmira, 
N. Y., November 18, 1930. gts 


_ Type D: cane Monoxide . 
lL. M.S.A. self-reacuer. asec 1402, issued to Mine. ‘Safety 
‘ Appliances. oe ia cereal. and Meade prey paenerunee Pas, bape: 6, 
1924. | 2g 


9504 Pe ete. ee See a 2 


Google 


I. C. 6494. 
Type N: Gas Masks for Protection against Acid Gases, 
Organic Vapors, Carbon Monoxide, Ammonia, 
Smokes, Dusts, and Mists. 


le All~Service gas mask. Approval 1403, iseued to Mine Safety 
Aonliances Co., Braddock, Thomas, and Meade Sts., Pittsburgh, Pa., July 1, 1925. 


2. All-Service gas mask. Approval 1405, issued to Mine Safety 
Appliances Co., August 24, 1928. 
Permissible Hose Masks 
oved under edule 19 
1. M.S.A. combination hose mask. Approval 1901, issued to Mine 
safety Appliances Co., Braddock, Thomas, and Meade Sts., Pittsburgh, Pa., May 
29, 1929. 


2. Davis hose mask. Approval 1902, issued to the Davis Emergency 
Equipment Co., Inc., 67 Wall St., New York, N. Y., March 30, 1931. 
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